To:  Montgomery,  Michael[Montgomery. Michael@epa.gov];  Li,  Corine[Li. Corine@epa.gov] 

From:  Manzanilla,  Enrique 

Sent:  Tue  8/1 1/2015  2:31 :36  PM 

Subject:  Fwd:  ADEQ  Daily  Digest  Bulletin 


Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Manzanilla,  Enrique"  <Manzanilla.Em4que@epa.gov> 

Date:  August  11,  2015  at  7:09:51  AM  PDT 

To:  "Allen,  HarryL"  < A lien,  Harry  L@epa.gov>'  "Guria,  Peter"  <Guria.Peter@epa.gov>. 
"Harris-Bishop,  Rusty"  <Harris-Bishop.Rusty@,epa.gov>.  "Yogi,  David" 
<Yogi.David@epa.gov>  "Hubbard,  Secody"  <Hubbard. Secodv@,epa.  gov>.  "Wise,  Robert" 
<Wise.Robert@epa.gov>.  "Nattis,  Randy"  <Nattis .Randy@epa.gov> 

Cc:  "Zito,  Kelly"  <ZITO.KELLY@,EPA.GOV>.  "Kao,  Jessica"  <Kao.Jessica@epa.gov>. 
"Hestmark,  Martin"  <Hestmark.Martin@cpa.gov>.  "Edlund,  Carl" 
<Edlund.Carl@epa.gov>.  "Keener,  Bill"  <Keener.Bill@,epa.gov> 

Subject:  Fwd:  ADEQ  Daily  Digest  Bulletin 


Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  Arizona  Department  of  Environmental  Quality 
<AZDEO@public.govdeliverv.com> 

Date:  August  11,  2015  at  4:29: 19  AM  PDT 
To:  manzanilla.enrique@epa.gov 

Subject:  ADEQ  Daily  Digest  Bulletin 


News  Release  - ADEQ  Responds  to  Animas  River  Spill 
from  Gold  King  Mine 

08/10/2015 

ADEQ  Responds  to  Animas  River  Spill  from  Gold  King  Mine 

PHOENIX  (August  10,  2015)  - Any  potential  release  that  could  threaten  Arizona’s  water 
supplies  is  cause  for  concern.  At  present,  available  information  suggests  that  the  Gold 
King  Mine  spill  has  not  affected  Arizona’s  surface,  ground  or  drinking  water.  EPA 
preliminary  data  collected  within  24  hours  of  the  spill  showed  that  contaminant  levels 
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were  50  percent  lower  after  moving  about  10  miles  downstream  of  the  release  site 
Lake  Powell  is  located  another  250  miles  further  downstream. 


ADEQ  is  taking  the  following  steps  to  address  potential  future  impacts,  should  they 
occur,  to  Arizona  waters: 


• We  are  sending  a team  of  water  quality  monitoring  professionals  to  conduct 
baseline  sampling  upstream  and  downstream  of  the  Glenn  Canyon  Dam,  which 
creates  Lake  Powell.  We  will  collect  additional  samples,  as  appropriate. 


• We  are  closely  examining  facts  and  actions  being  undertaken  by  involved  local  and 
state  agencies  (Colorado,  New  Mexico,  Utah)  and  the  U.S.  Environmental 
Protection  Agency  concerning  this  release.  We  are  participating  on  daily  calls  to 
coordinate  and  stay  informed  with  these  agencies. 


• Based  on  our  continuing  monitoring  and  analysis  of  the  situation,  we  will  be  in  a 
position  to  further  advise  Arizonans  and  water  systems.  We  will  continue  to  keep 
the  public  informed  as  we  gather  additional  information. 


About  ADEQ 

Established  by  the  Arizona  Legislature  under  the  Environmental  Quality  Act  of  1986,  the 
Arizona  Department  of  Environmental  Quality  is  the  state’s  regulatory  agency  for 
protecting  and  enhancing  public  health  and  the  environment  of  Arizona. 
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